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Greasury Vepactmedt, 
BUREAU OF THE MINT, 


eyo a ee #, 
Nistungieon, PD. C., May 16 Onan 


Sir: 

My attention has been called to alleged variations in size 
of nickel five-cent eee described as "the last issued", as 
compared with previous coinages. I desire,therefore, to be 
officially informed of the diameter of the pieces struck last 
year at your mint, in twentieth parts of an inch, it being under-= 
-stood that the proper diameter of this coin is sixteen-twentieths 
of an inch, from the faet that this change was made previous 
to the present administration of the Mint. 

Very respectfully, 


boF ae 


aoe Director of the Mint. 





Hon,Daniel M.Fox, 
Superintendent U.B.Mint, 


Philadelphia. 
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[Abstract:] As attention is called to “alleged variations in size... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
May 16, 1887 


Sir: 


My attention has been called to alleged variations in size of nickel five-cent pieces 
described as “the last issued”, as compared with previous coinages. I desire, therefore, to be 
official informed of the diameter of the pieces struck last year at your mint, in twentieth parts of 
an inch; it being understood that the proper diameter of this coin is sixteen-twentieths of an inch, 
from the fact that this change was made previous to the present administration of the Mint. 


Very respectfully, 
James P. Kimball 
Director of the Mint. 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


